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Cannabinoid Analysis 



Via Gas Chromatography (GC) Analysis 



Cannabinoid 


Percent by Weight (w/w) 


A^-Tetrahydrocannabinol (A^-THC) 




Cannabidiol (CBD) 




Cannabigerol (CBG) 




Cannabinol (CBN) 




Via High Performance Liquid Chromatography (l-IPLC) Analysis 


Cannabinoid 


Content (mg/mL) 


A^-Tetrahydrocannabinol Acid (A^-THC-A) 


4.04 


A^-Tetrahydrocannabinol (A^-THC) 


11.24 


Cannabidiol Acid (CBD-A) 


0.20 


Cannabidiol (CBD) 


0.082 


Cannabigerol Acid (CBG-A) 


< 0.010 


Cannabigerol (CBG) 


0.28 


Cannabinol (CBN) 


0.36 


Cannabichromene (CBC) 


0.54 
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Terpenoid Analysis 



Via Gas Chromatography Mass Spectrometry (GC-MS) Analysis 



Terpene 


Content (mg/mL) 


a-Pinene 


0.0015 


p-Pinene 


0.012 


Limonene 


0.022 


p-Myrcene 


0.015 


p-Caryophyllene 


0.13 


Humulene 


0.081 




Results Approved by: Jose A. Zavaleta, Director 
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